PLATE  XV   EARLY ARABIAN SURGERY

Treating a fracture-dislocation (? tuberculosis) of the spinal column (from
Canon of Avicenna). Upper* Direct pressure by a board hinged on the wall,
the operator throwing his weight on the other end. Centre. Direct pressure
or pounding with a heavy instrument. Lower. Extension above and below
the seat of injury, combined with local manipulation (page 92)